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Message Text 


UNCLASSIFIED 

PAGE 01 GUATEM 03615 141957Z 

20 

ACTION ARA-10 

INFO OCT-01 ISO-OO EB-07 /018W 

015489 

R 141510Z MAY 76 
FM AMEMBASSY GUATEMALA 
TO USDOC WASHDC 
INFO SECSTATE WASHDC 1623 

UNCLAS GUATEMALA 3615 

FOR MAJOR EXPORT PROJECT DIVISION 

EO 11652: N/A 
TAGS: BEXP GT 

SUBJECT: CHIXOY HIDROELECTRIC PROJECT - GUATEMALA 
REF: A) GUATEMALA 2310, B) GUATEMALA 3576, C) STATE 75644 

1 . INDE HAS ANNOUNCED THAT: A) DEADLINE FOR SUBMITTING 
BIDS FOR LOT NO. 1 (DAM) IS JULY 16, 1976 AT 9:00 AM; 

B) DEADLINE FOR SUBMITTING BIDS FOR LOTS 2 (TUNNEL) AND 
3 (POWERHOUSE CIVIL WORKS) HAS BEEN POSTPONED UNTIL 
JULY 14, 1976 AT 9:00 AM. 

2. WE ARE ALSO TOLD BE INDE THAT GORDON BALL COULD PRE- 
QUALIFY FOR LOT 2 OF CHIXOY IF THEY OBTAINED STATEMENT OF 
FINANCIAL BACKING FROM THEIR PARENT CORPORATION DILLINGHAM. 
ANDREWS 


UNCLASSIFIED 


NNN 
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Message Attributes 


Automatic Decaptioning: X 

Capture Date: 01 JAN 1994 

Channel Indicators: n/a 

Current Classification: UNCLASSIFIED 

Concepts: n/a 

Control Number: n/a 

Copy: SINGLE 

Draft Date: 14 MAY 1976 

Decaption Date: 01 JAN 1960 

Decaption Note: 

Disposition Action: n/a 
Disposition Approved on Date: 

Disposition Authority: n/a 
Disposition Case Number: n/a 
Disposition Comment: 

Disposition Date: 01 JAN 1960 
Disposition Event: 

Disposition History: n/a 
Disposition Reason: 

Disposition Remarks: 

Document Number: 1976GUATEM03615 

Document Source: CORE 

Document Unique ID: 00 

Drafter: n/a 

Enclosure: n/a 

Executive Order: N/A 

Errors: N/A 

Film Number: D7601 88-0623 
From: GUATEMALA 
Handling Restrictions: n/a 
Image Path: 

ISecure: 1 

Legacy Key: Iink1976/newtext/t19760555/aaaabukx.tel 

Line Count: 43 

Locator: TEXT ON-LINE, ON MICROFILM 
Office: ACTION ARA 
Original Classification: UNCLASSIFIED 
Original Handling Restrictions: n/a 
Original Previous Classification: n/a 
Original Previous Handling Restrictions: n/a 
Page Count: 1 

Previous Channel Indicators: n/a 
Previous Classification: n/a 
Previous Handling Restrictions: n/a 

Reference: 76 GUATEMALA 2310, 76 GUATEMALA 3576, 76 STATE 75644 

Review Action: RELEASED, APPROVED 

Review Authority: CollinPO 

Review Comment: n/a 

Review Content Flags: 

Review Date: 15 JUN 2004 
Review Event: 

Review Exemptions: n/a 

Review History: RELEASED <1 5 JUN 2004 by wolfsd>; APPROVED <25 JAN 2005 by CollinP0> 

Review Markings: 
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EO Systematic Review 
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Review Media Identifier: 

Review Referrals: n/a 
Review Release Date: n/a 
Review Release Event: n/a 
Review Transfer Date: 

Review Withdrawn Fields: n/a 
Secure: OPEN 
Status: NATIVE 
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